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Message Text 


LIMITED OFFICIAL USE ROME 1083 

FOR PRISCILLA BECKER, OES 

E.O. 11652: N/A 
TAGS: SWEL, IT, US 
SUBJECT: CLINICA MOSCATI 

REE: BECKER/ SERWER LETTER 12/22/77 

1 . PURSUANT TO REF LETTER, WE HAVE DECIDED NOT RPT NOT TO ASK 
FOR A SEAT ON EITHER BOARD OE THE CLINICA MOSCATI, AND SCIATT 
WILL NOT RPT NOT TRY TO MONITOR ITS PROGRESS UNDER THE TERMS 
OF THE AID GRANT. 

2. AT THE SAME TIME, THE EMBASSY EXPRESSES ITS DISMAY AT 

THE APPARENT EAILURE OF A GOVERNMENT INSTITUTION TO PROVIDE 
ADEQUATELY FOR FOLLOW-UP ON A GRANT OF SIX MILLION DLRS. WE 
REGARD THE PRESENT STATE OF THE CLINICA MOSCATI AS EXTREMELY 
PRECARIOUS, ESPECIALLY AS UNIVERSITY AEFILIATION HAS NOT BEEN 
ACHIEVED.GARDNER 
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